PHILIP MORRIS U. S. A. 


RECEIVED 
Iyer} 1 1990 

CLIFF LILLY 


INTER-OFFICE CORRESPONDENCE 

Richmond, Virginia 


To: 

From: 

Subject: 


Distribution 
K. A. Newman 



Date: April 12, 1990 


Operational Plan - Web Filter Development Program 


Attached for your information is the Operational Plan for the Web Filter 
Development Program. 
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